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Message Text 


UNCLASSIFIED 

PAGE 01 NEW DE 01541 040452Z 

15 

ACTION NSF-02 

INFO OCT-01 NEA-09 ISO-OO OES-05 FSE-00 ABF-01 RSC-01 /019 W 

015337 

P 040357Z FEB 75 

FM AMEMBASSY NEW DELHI 

TO SECSTATE WASHDC PRIORITY 6650 

UNCLAS NEW DELHI 1541 

DEPARTMENT PASS TO NATIONAL SCIENCE FOUNDATION 

E.O. 11652: N/A 

TAGS: TPHY, OSCI, TGEN, IN 

SUBJECT: NSF/SFC PROJECT ENTITLED "APPLICATION RECURSIVE 
ESTIMATION TECHNIQUES IN POWER SYSTEM" - GRANT # 

GF-38077 TO INDIAN INSTITUTE OF TECHNOLY, DELHI. 

1. DR. MAHALANABIS REQUESTS ADVANCE PAYMENT TO COVER IMMEDIATE 
PROJECT COSTS UNTIL NSF APPROVES THE 2ND INSTALMENT OF 

RS. 30,000. HE HAS A BALANCE OF RS.2,000 ONLY IN HAND. 

2. MAHALANABIS CONFIRMS HE HAS SENT THE NECESSARY FINANCIAL 
AND SCIENTIFIC REPORTS TO NSF ON JANUARY 31. 

3. PLEASE ADVISE.SCHNEIDER 
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